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EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, CZ, GW, US 

SUBJECT: US COMPUTERIZED MEDICAL MONITORING AND ANALYSIS 
SYSTEMS TO CZECHOSLOVAKIA - IL 1565 

REF: A) OECD PARIS 2638, B) COCOM DOC (75)2144 

US AUTHORITIES CONTACTED APPLICANT WHO STATED THAT SPARE 
PARTS INCLUDED IN REFERENCED CASE ARE TO BE SHIPPED 
FROM WEST GERMANY. THIS WAS NOT KNOWN AT THE TIME OF 
THE ORIGINAL APPLICATION. US AUTHORITIES CONCUR IN 
ISSUANCE OF GERMAN LICENSE. INGERSOLL 
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